Section 48.22(d) referred to above provides as follows:

"Normal working hours" means a period of time
during which a miner is otherwise scheduled to
work.  This definition does not preclude scheduling
training classes on the sixth or seventh working
day if such a work schedule has been established
for a sufficient period of time to be accepted
as the operator's common practice,.  Miners shall
be paid at a rate of pay which shall correspond to
the rate of pay they would have received had they
been performing their normal work tasks.

STIPULATIONS

1.   Peabody Coal Company owns and operates the River
Queen surface coal mine located in Muhlenberg County,
Kentucky.

2.   River Qu'een surface mine is subject to the Federal
Mine Safety and Health Act of 1977.

3.   The Federal Mine Safety and Health Review Commission
has jurisdiction over this proceeding.

4.   River Queen surface mine operates daily, the times
for said shifts being: 1st shift - 8:00 A.M. to 4:00 P.M.;
2nd shift - 4:00 P.M. to 12:00 P.M.; 3rd shift - 12:00 A.M.
to 8:00 A.M.

5.    In August, 1984, the total numbers of miners working
each shift were as follows: 1st shift - 169; 2nd shift - 124;
3rd shift - 66; stagger - 4.

6.   Management at River Queen surface mine does cross
shift employees; cross shifting is the practice of changing
a previously scheduled work shift during the week.

7.   From January 1, 1984 to August 24, 1984, the
following employees were cross shifted for reasons other than
training:

Name

Wm. Bartlett
Jerry Bean
Bill Whitaker
Mike Thorpe
Rick Allen
Bill Drake
Bill Johnson

Normal Shift
2nd
2nd
2nd
2nd
3rd
2nd
2nd

Shift Worked
lit
3rd
1st
1st
2nd
3rd
1st

Date

03/T2/84

01/14/84

08/16-21/84

08/13-19/84

01/24/84

08/84

01/26/84
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actices are also inconsistent with his
